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AMERICAN SEWERAGE PRACTICE
was constructed where a large brick sewer crosses a swamp and in so doing runs through a creek. The ground was very soft and trouble-*ome, and piles were dnven on which a grillage was laid below the lowest
water level, affording an opportunity to build the sewer inside a coffer. Stone walls were first laid and afterward a mass of concrete of sufficient volume to give the necessary weight for such a structure, was placed between them. At one side of the sewer, the excavation was extended